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AUSTIN, Tex.-j — University 
of Texas regents have sued 
the contractor that built the 
Lyndon B. Johnson Library 
to require repairs of defects 
in the building. 

The suit names T. C. Bate- 
son Construction Co. of Dal- 
las and the firm’s bonding 
company. Federal Insurance 
Co., as defendants. 

The regents’ petition says 
a sealing material pulled 
away from the exterior 
stone in several places, al- 
owmg moisture to accumu- 
?£»“? causing “displace- 
ment following rain and 
freeze periods. 


